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25X1A 


25X1A _ BS-204 is AF33(600 )36373. Theae contemate 1 were let for the 
HEME project. Work under both contracta has been eanpleted. 


25X1A 2. EES was cuthorizet to procure the following — 25X1A 
test equipment and ship same to 


USF Signal Generator, Model 616A $ 1,950.00 
Square Wave Generator, Model 2LLA 265.00 
as to oe Aéepter, 


waveguide Soetak Section, Medel 

580-4 450.06 
Yatuned Probe, Model 4i4a 35.00 
oo Wave Indicater, Model. 


25X1A 2,9 


st eetediesecctd Mes 
cated that they do not wish to bid on or retain the equipment. 


25X1A 3 has aubmitted a bid of $1200.00 for the 
above men: , eguipment. Attached is DD Foru 543, Inventory 
Schedule 3B, in quadruplicate. 


25X1A b. RB nos also submitted their list of residual 
property one copy of which is abtached. 


5. It is requested that you furniah this office with 
eee ees eee, oe een ae Sem eens LINE AO 


25X1A 
Arpmarineser Contracting icer, DPD 25X1A 
cecapeazee 214 Jan 1959 9 25x1A Cy § = cy 1 DPD- 
Distr: 


DPD+O230'~ 
w/l cy EK ae 


25x14 Approwtd i. a 


